From: 

Sent: 

To: 

Subject: 


Thompson, Jennifer (BRI) 

Thursday, February 24, 2011 12:52 PM 

Thompson, Jennifer (BRI); Lawler, Michael (DPH); Corbett, Kate (DPH) 
RE: Comm v.l 


Hi Mr. Lawler and Ms. Corbett- This matter is on for Tuesday, March 1,2011. Just checking if both, or either one of you, 
are available on that date still. Let me know. Thanks. - Jen 

Jennifer Thompson 

Assistant District Attorney 

Bristol County District Attorney's Office 

888 Purchase Street 

P.O. Box 973 

New Bedford, MA 02740 

(508) 961-1895 


From: Thompson, Jennifer (BRI) 

Sent: Wednesday, January 19, 2011 2:12 PM 
To: Lawler, Michael (DPH); Corbett, Kate (DPH)^ 
Subject: RE: Comm v.^^HHHHLab 


Yes I think one of you will do it. Thank you. I'll send a summons. Not sure if it is 2/1 or 2/2 yet. - Jen 


From: Lawler, Michael (DPH) 

Sent: Wednesday, January 19, 2011 2:11 PM 
To: Corbett, Kate (DPH); Thompson, Jenni fer (BRI) 
Subject: RE: Comm v.^^^^^^BLab 


Ms. Thompson, 

Will one of us be enough? I am available either date. Mike Lawler 


From: Corbett, Kate (DPH) 

Sent: Wednesday, January 19, 2011 12:42 PM 
To: Thompson, Jennifer (BRI); Lawler, Michael (DPH) 

Subject: RE: Comm v. 

As of right now I am scheduled to be “on call” on 2/2 for Quincy District; Framingham District; Lowell District and Malden 
District. 

Kate Corbett 
Chemist II 
Drug Analysis Lab 
Dept of Public Health 
305 South St. 

Jamaica Plain, MA 02130 
phone (617) 983-6632 
fax (617) 983-6625 
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From: Thompson, Jennifer (BRI) 

Sent: Wednesday, January 19, 2011 12:23 PM 
To: Lawler, Michael (DPH); Corbett, K ate (DPH) 

Subject: Comm v.|^^i^^|Lab 

Hi Mr. Lawler and Ms. Corbett - are either one of you available on 2/1 or 2/2 to testify at New Bedford District Court in the 
above matter? 
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